AGENDA 


REGULAR MEETING OF THE BOARD OF COMMISSIONERS 
OF THE PUBLIC BUILDING COMMISSION OF CHICAGO TO BE HELD 
JUNE 12,2018 AT 2:30 P.M. IN THE SECOND FLOOR 
BOARD ROOM, RICHARD J. DALEY CENTER 

A. GENERAL Draft 


A1. Roll Call. 

A2. Public Participation. 

A3. Consideration of approval of minutes of the Rescheduled Board Meeting held 
May 15, 2018. 

A4. Report by the Administrative Operations Committee regarding amendments 
to professional service agreements and other matters. 

A5. Report by the Executive Director regarding regular reports, development 
status, and other matters. 

B. RICHARD J. DALEY CENTER 

B1. Consideration of approval to enter into a Lease and License Agreement 
with Mobilitie Management, LLC to design, install and maintain a neutral 
host antenna system capable of providing wireless communication services 
within the Richard J. Daley Center. 


C. CITY OF CHICAGO 

Cl. Consideration of approval of a request from the Department of Fleet and 
Facility Management for the PBC to transfer title of property located at 2100 
South Wentworth Avenue, acquired for the Chinatown Branch Library, to the 
City of Chicago. 
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D. CHICAGO PARK DISTRICT 

D1. Consideration of approval to award Contract #1596 for construction of the 
Douglas Park Facility Rehabilitation Project located at 1401 South 
Sacramento Drive. 
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